ETag: "3bf6ca1181791b5163e92658b87cba44"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 2943
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Judge Mary Lou Robinson
x-archive-meta-case-cause: 35:271 Patent Infringement
x-archive-meta-case-name: Wichita Falls Power Management LLC v. Intel Corporation
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: txnd
x-archive-meta-date-case-filed: 2005-04-20
x-archive-meta-date-case-terminated: 2006-06-30
x-archive-meta-docket-num: 2:05-cv-00118
x-archive-meta-jurisdiction: Federal Question
x-archive-meta-jury-demand: Both
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: 830 Patent
x-archive-meta-pacer-case-num: 146244
x-archive-queue-derive: 0
x-upload-date: 2012-05-28T20:31:49.000Z
